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INFO USMISSION EC BRUSSELS 
ERDA GERMANTOWN 
NRC BETHESDA 

UNCLAS BONN 02019 

E.O. 11652: N/A 
TAGS: TECH, GW 

SUBJECT: RESIGNATIONS IN US NUCLEAR INDUSTRY 

1 . EMBASSY RECEIVING INQUIRIES FROM FRG OFFICIALS 
ABOUT THREE ALLEGED RESIGNATIONS FROM GENERAL ELECTRIC 
COMPANY BECAUSE THESE "SENIOR MANAGERS" BELIEVE 
"NUCLEAR POWER PLANTS TOO DANGEROUS FOR MANKIND." 

2. WOULD APPRECIATE ANY RELEVANT INFORMATION AVAIL- 
ABLE WHICH WE MAY SHARE WITH GERMAN CONTACTS. 
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